ORDINANCE NO. 64-2013 


BE IT ORDAINED BY THE COUNCIL OF THE CITY OF MONTGOMERY, 
ALABAMA, that Code of Ordinances of the City of Montgomery Alabama, Article IV. 
Electrical Code, Sec. 5-111. Adoption of electrical code. and Sec. 5-112. Electrical divison. 
be and are hereby amended to read as follows: 


“Sec. 5-111. Adoption of electrical code. 


Pursuant to the authority granted to the cities and towns of Alabama by the Code of 
Alabama 1975, Section 11-45-8, as amended, there is hereby adopted by the City Council of 
Montgomery, Alabama, for the purpose of prescribing regulations governing the 
installation of wiring and apparatus for electrical purposes, all of that certain code printed 
in book form known as the National Electrical Code, 2014 Edition, and prepared by 
National Fire Protection Association, One Batterymarch Park, Quincy, Massachusetts, of 
which Code not less that three (3) copies have been and are now filed in the Office of the 
City Clerk of the City of Montgomery, Alabama and the same are hereby adopted and 
incorporated as fully as if set out at length herein, and from the date on which this 
ordinance shall take effect, the provisions thereof shall be controlling within the corporate 
limits and police jurisdiction of the City of Montgomery, Alabama.” 


“Sec. 5-112. Electrical division. 
There is hereby established an electrical division to be called the electrical 
inspections division, which shall be under and part of the Inspections division of Public 


Works.” 


ADOPTED this the 17" day of December, 2013. 


/S/ 
TODD STRANGE, MAYOR 


ATTEST: 


/S/ 
BRENDA GALE BLALOCK, CITY CLERK 
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